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STATE FOR OIC/NSU, OC-PE; BAGHDAD FOR CRU; KARACHI FOR RCO 

EO 11652: NA 
TAGS: ASECNSU 

SUBJECT: BAGHDAD CCC POWER RENOVATION 

REF: A. STATE 106175; B. BAGHDAD 615 

1 . PER REF A, PARA 7, THE POWER EQUIPMENT FOR THE 
BAGHDAD RENOVATION IS READY FOR SHIPMENT. THE SPECIFICS 
ARE AS FOLLOWS: 

A. TOTAL CUBE, 450. 

B. TOTAL WEIGHT. 8500 LBS. 

C. TOTAL NUMBER OF CONTAINERS, 8. 

THE INDIVIDUAL BILL OF MATERIALS CONSIST OF:A. 1 EA, 50KW 
GENERATOR, MODEL SPEC 7302 

B. 1 EA, 50 KVA POWER DISTRIBUTION TRANSFORMER, MODEL 1447357TPP 

C. 1 EA, 15 KVA ISOLATION TRANSFORMER, MODEL Q74-8636 

D. 1 EA, VOLTAGE REGULATOR, MODEL EMT6245YB 

E. 2 EA, POWER DISTRIBUTION PANEL, MODEL TLM 1212S 

F. 2. EA, MASTER MAIN KITS F/TLM 1212S, MODEL TLMB050 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 ATHENS 04451 121405Z 

G. 2 EA, MASTER MAIN KITS F/TLM 1212S, MODEL TLMB060 

H. 1 EA, SWITCHING UNIT, MODEL EUCLID- 1 

I. 1 EA, BYPASS SWITCH 600V/3PDT, MODEL 82342RB 

J. 1 EA, BYPASS SWITCH 240V/2PDT, MODEL 82253 

K. 1 EA, DISCONNECT SWITCH , 200 AMP, MODEL HU 364 

L. 1 EA, 50 GALLON DAY TANK, MODEL SFT-50A 
2. PLEASE ADVISE ON THE FOLLOWING: 
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A. IS ADEQUATE STORAGE SPACE AVAILABLE BAGHDAD 
AT THIS TIME? 

B. WHAT IS THE BEST METHOD OF SHIPMENT FROM 
ATHENS TO BAGHDAD? 

C. ARE THERE ANY SHIPPING OR CUSTOM DELAYS THAT MAY 
BE ENCOUNTERED? 

3. ATO ATHENS WOULD APPRECIATE A COPY OF REF B, AND 

AN ESTIMATED COMPLETION DATE OF BUILDING RENOVATIONS. 

4. UPON RECEIPT OF THE ABOVE QUERIES, WILL ADVISE 
FIRM SHIPPING INFORMATION. 

KUBISCH 
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